of the 52nd, noticed that the enemy were making an
active resistance from the ground floor of a mosque,
and pointed out to Lieutenant Maitland, Royal
Artillery, what great execution would be done if he
could only knock down the minarets. Maitland had a
9-pounder placed in position, and in three rounds at
four hundred yards" range both the minarets were
brought down in ruins on the enemy's heads. By
11 A.M. Major Apthorp's party had regained the
entrenchment with the loss of four killed and eleven
wounded.
The third column left the Brigade Mess and
worked round to the left. It was led by Captain
M"'Cabe and Major Simmons, 5th Fusileers. Inglis
had protested against the selection of M:Cabe for
this dangerous duty on the grounds that he had led
enough sorties already, but Outram had insisted
that he should go. The party filed out at daybreak,
and after forming up under cover of a wall they
rushed an 18-pounder which was posted behind a
breastwork eighty yards from the Brigade Mess.
The gunners fired two rounds as they came up and
then abandoned the gun. While a building further
to the left was being attacked. Captain M'Cabe was
shot through the lungs, a mortal wound.
The ground floor of the building was quickly
occupied, but some of the enemy still held out in the
upper storey. A couple of ladders were brought up
and placed against the windows, Harry Metcalfe
being first up one of them, while Tom Carroll, a tall
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